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Company Overview 


NECC (New England Compounding Center) is a compounding-only pharmacy dedicated 
to providing the highest quality compounded medications and services to patients and 
prescribers. NECC is USP Chapter 797 compliant. Pharmacists formulate all medications 
with only the highest grade chemicals in the state-of-the-art compounding facility. 

NECC Allows you to Order Medication not Available from a Pharmaceutical 
Manufacturer Due to: 

• Discontinuation of Commercial Medication 

• Prolonged Back Order 

• Product not available in Dosage Form, Strength or Content Needed for Patient 


Why NECC? 


• Wide Range of Compounded Preparations 

• Reliable Extended Beyond Use Dating 

• Bar Coding 

• Quarterly QA Reporting 

• Customization to meet your Patient’s or Facility’s needs 

• Dedicated Account Managers & Client Service Team 

• Confirmation call for Every Order Placed 

Equipment and Facility 

• State-of-the-Art Nationally Licensed Compounding Facility 

• Class-1,000 (ISO-6) Cleanrooms 



• Class-10 (ISO-4) Isolation Chambers / Glove Boxes 


Personnel ‘ 4 

• Highly Specialized and Extensively Trained Compounding 
Pharmacists and Certified Technicians 

• Experienced Formulation Research and Development Team 

697 Waverly St, Framingham, MA 01702 1-800-994-6322 Fax: 888-820-0583 www.neccrx.com 
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Commitment To Quality 

All Formulations Are: 

• USP 797 Compliant 

• Strictly Enforced Environmental Monitoring Program 

• Comprehensive End-Product Testing Program 
(Independent Analytical Laboratory Used for ALL End-Product Testing) 

- Sterility Testing 

- Endotoxin Testing 

- Quantitative Testing 

- Extended Stability Testing 
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Steroids 

(Preservative-Free) 

Methylprednisolone Acetate 

• Available in 40mg/mL & 80mg/mL 

Triamcinolone Acetonide 

• Available in 40mg/mL 

Betamethasone Repository 

• Available in 6mg/mL 
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Betamethasone Sodium Phosphate “Particulate - Free 

• Available in 6mg/mL - 12mg/mL 

Dexamethasone Sodium Phosphate “Particulate - Free" 

• Available in 4mg/mL - lOmg/mL 

All Steroids are Provided in ImL - 5mL Vials 

All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Cpmprised of USP quality ingredients 
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Single Dose Unit-of-Use 

Omnipaque™ & Isovue 


TM 


Aseptic Repackaging Service 

NECC can Provide the Following Medications in a Single Dose Unit-of-Use 


TM 


Omnipaque 

• 240mg/mL & 300mg/mL Preservative-Free 

• Provided in a 2mL, 3mL or 5mL volume in a 
Vial or Syringe 

Isovue 1 " 

• 200mg/mL Preservative-Free 
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Provided in a 2mL, 3mL or 5mL volume in a Vial or Syringe 


All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Coqnprised of USP quality ingredients 
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Trouble Finding Preservative-Free 



NECC Provides a Compounded Formulation of Preservative-Free 
Triamcinolone Acetonide 

• Available in 40mg/ml_ 

• Provided in a lmL & 5mL Amber Vial 

• Beyond Use Date: 180 Days 

• Storage: Room Temperature 



All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Trouble Finding 

Celestone Soluspan®? 

NECC Provides a Compounded Formulation of Betamethasone Repository 

• Available Preserved or Preservative-Free 

• 3mg Betamethasone Acetate with 3mg Betamethasone Sodium Phosphate 
per mL 

• Preserved is Provided in a 5mL or lOmL Vial 

• Preservative-Free is Provided in a 2mL and 5mL Vial 

• Beyond Use Date: 180 Days 

• Storage: Room Temperature 
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All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Trouble Finding 

Depo-Medrol®? 

NECC Provides a Compounded Formulation of Methylprednisolone Acetate 

• Available Preserved or Preservative-Free in 40mg/mL & 80mg/mL 

• Preserved is Available in 5mL & lOmL Vials 

• Preservative-Free is Available in ImL, 2mL & 5mL Vials 

• Beyond Use Date: 180 Days 

• Storage: Room Temperature 
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All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Betamethasone Sodium Phosphate 

Preservative-Free & Non-Particulate 


Available in 6mg/mL or 12mg/mL 
Provided in a 2mL & 5mL Vial 


Beyond Use Date: 180 Days 
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Storage: Room Temperature 
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All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Dexamethasone 
Sodium Phosphate 

• Available Preserved or Preservative-Free in 4mg/mL 

• Preserved is Available in 5mL, lOmL & 30mL Vials 

• Preservative-Free is Available in ImL & 5mL Vials 

• Beyond Use Date: 180 Days 

• Storage: Room Temperature 



All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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advancing pharmacy solutions 
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Custom Injectable Blocks 

• Customized, Multi-Active, Injectable Formulations 

• Custom Preparations using Physician Specific Formulations 

Potential Active Ingredients: 

Lidocaine, Bupivacaine, Ropivacaine, Mepivicaine 
Epinephrine 
Clonidine 
Ketorolac 

Sodium Bicarbonate 
Hyaluronidase 
Dexamethasone 





All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

f 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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Phenol Injectable 
Solution 

• Various Concentrations 6%-10%; With or Without Glycerin 

• Provided in Various Volumes in an Amber Vial 
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• Beyond Use Date: 180 Days 

• Storage: Room Temperature 


All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 



extensively trained in aseptic compounding 
• Prepared in a Class 10 Microenvironment (barrier isolator) 


• Comprised of USP quality ingredients 



DOJ NECC001 558383 





§ 

t 

& 

& 

& 

& 

& 

& 

* 

& 

5 

6 

- 

& 

S 

[a 

B 

B 

B 

B 

B 

B 

B 

I 

* 

* 

\ 


DOJ NECC001 558384 



S 

■1 

s 

■ 





Intrathecal Pump Refills Ordering Guide 

NECC offers our Patients and Prescribers: 

• Registered pharmacists dedicated to accurately determining intrathecal formulations and calculations with 
extensive experience in all aspects of Aseptic Compounding 

• Knowledgeable customer service representatives 



The Ordering Process: 

1. Prescription(s) are faxed into NECC. A registered pharmacist validates the 
prescription(s), performs calculations, checks for drug compatibility and possible 
interactions and signs off on the prescription(s). 

2 . Registered Pharmacists compound the medication(s). 

3 . A second Registered Pharmacist double-checks all the information and the final 
product. 

4 . The medication(s) are packaged in tamper-evident, light-resistant mylar 
bag packaging for overnight delivery. 

5 . Physician receives the medication. 

The Delivery Process: 

• Medications are processed and shipped per the physician’s schedule. 

• Emergency Service is available. 

• Medications are shipped overnight delivery via Federal Express and 
are tracked door to door. 


Ordering and Delivery Information 




NECC (New England Compounding Center) is a compounding-only pharmacy dedicated to providing the 
highest quality compounded medications and services to patients and prescribers. NECC is USP Chapter 797 compliant. 

Pharmacists formulate all medications with only the highest grade chemicals in the state-of-the-art compounding facility. 

697 Waverly St, Framingham, MA 01 702 1 -800-994-6322 Fax: 888-820-0583 www.neccrx.com 
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Hyaluronidase 


Preservative-Free 


150u/mL Preservative-Free 

Provided in a lmL, 5mL or lOmL Sterile Vial 

Beyond Use Date: 180 Days 

Storage: Refrigerated 
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All CSP Formulations are: 

• USP 797 Compliant 

• Compounded for your patients by pharmacists 
extensively trained in aseptic compounding 

• Prepared in a Class 10 Microenvironment (barrier isolator) 

• Comprised of USP quality ingredients 
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